SHELTON STATE TECHNICAL INSTITUTE 
Drawer J, East Side Station 
Tuscaloosa, Alabama 35401 
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Harold I. James 


Leo-Sumner 


Andrew S. Hosmer 


Brenda G. Banks 


Barbara J. Bridges 


Barbara R. Moore 
Edna Hosmer 
Joe Ballard 
Aron Bell 
Betty Joe Boothe 
Myrtie Lee Brown 
Melvin Corder 
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William A. Denton 
Hazel G. Ezell 
Howell Franks 
Euradell Fredd 
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Charles Griggs 

Jesse W. Hiten 
Roy L. Howell 
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Assistant Director 
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Business Manager 
Secretary 
Secretary 
Clerical Aid 
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Instructor 
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Instructor 

I 

S 

Instructor 

Instructor 

Instructor 

Instructor 

_ * 

Instructor 

| 

Instructor 

* i 

Instructor 

Instructor 

\ 

Instructor 


i 

i 


i 

I 


( 

( 


m 

■ 


i 

m 

1 

] 


< 

* 

c 













Name 


i 


Position or Title 



Hugh Kynard 

Jack Moore 
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Daniel Morris 
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Luther Morrison 
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Erbie R. Nevin 
Robert N. Nowlin 
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Mary Ann Pearson 
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William R. Prewitt 

Cyrus W. Ross, Jr, 

. Bertha Sharp 
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Mary Alice Watts 
Billie Faye White 
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Annie Sue James 
Wayne B. Boteler 
Charles F. Bilbro 
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James R, Junkin 
James P. Falls 
!»'5 Lonnie C. Minor 

uunray Foster 
Raymond Montgomery 
Stella Dill 
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Related 

Vocational Counselor 
Coordinator 
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Maintenance 

Maintenance 

Janitor 

Janitor 

Janitor 
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Cafeteria 


Mary Goodwin 
Gladys Collins 
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Cafeteria 








Nigh?. Watchman 







